Working  ton. 


2 5  • t h  January  1911. 


To  the  Chairman  and  Members  of  the  Workington  Port  Sanitary 

Authority. 


Gentlemen, 

During  the  year  1910  there  arrived  in  the  port 
of  Workington  09  foreign  and  746  coasting  vessels. 

329  coasting  vessels  arrived  in  the  port  of  Ha 

Harrington . 

All  the  foreign  vessels  were'  duly  inspected 
together  with  the  majority  of  the  coasters,  and  I  am  pleased 
to  state  no  case  of  infectious  disease  has  entered  either 
Port  during  the  year.  All  were  found  in  a  satisfactory 

condition,  except  a  number  that  required  cleansing,  but  when 
the  Master’s  attention  was  drawn  to  the  fact,  the  instructions 
given  were  immediately  carried  out'. 

The  Docks  and  Harbours  are  kept  in  their  usual 

clean  condition. 

The  Hospital  on  the  Merchants  Quay  is  in  good 

condition  and  ready  for  any  emergency. 

I  am  glad  to  congratulate  you  on  a  clean  bill 

of  health  for  another  year. 

Your  Inspector  on  all  occasions  has  given  me 

his  valuable  assistance. 


I  am, 

Your  obedient  servant, 

( sgd)  I. C. Hodgson  M.B.C.H. 


